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SUB J : SALE OF CANADIAN NUCLEAR REACTORS TO KOREA 

1. CANADIAN AMBASSADOR STILES BROUGHT ME ON DECEMBER 23 
A COPY OF CANADIAN MINISTER OF ENERGY MACDONALD'S 
STATEMENT DECEMBER 20 ON NUCLEAR REACTOR SALE POLICY. 
STATEMENT PROVIDES FOR SALE OF CANADIAN REACTOR TO 
KOREA WITH APPROPRIATE SAFEGUARDS. 

2. STILES SAID CANADIAN GOVERNMENT WILL NOW COMPLETE 
ARRANGEMENTS FOR SALE OF CANADIAN REACTOR TO KOREA. 

HE BELIEVES SAFEGUARD ARRANGEMENTS ALREADY AGREED 
TO WILL MEET REQUIREMENTS OF MORE STRINGENT POLICY 
ANNOUNCED BY MACDONALD, BUT FINAL APPORVAL AWAITS 
FURTHER REVIEW IN OTTAWA OF THESE SAFEGUARD ARRANGEMENTS. 

3. STILES MENTIONED THAT FONMIN KIM DONG- JO, DURING 
NOVEMBER VISIT TO OTTAWA, ALSO OFFERED TO "TALK TO 
HIS GOVERNMENT" ABOUT NPT RATIFICATION IF RATIFI- 
CATION WOULD FACILITATE SALE OF CANADIAN REACTOR. STILES 
EXPECTS EARLY INSTRUCTION FROM OTTAWA TO PRESS FOR NPT 
RATIFICATION WITH ROK MOFA, ALTHOUGH PROBALY NOT AS 
CONFIDENTIAL 
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ABSOLUTE CONDITION FOR SALE OF REACTOR. 
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